governors. The loftier of the two minarets
is the highest in Cairo and measures about
280 feet. Due to some fault in the con-
struction, it fell and was rebuilt in 1671
A.D. and at the same time the smaller
minaret was added to the mosque. The
portal which is reached by a flight of
steps rises above the street to a height of
65 feet and is crowned with a vaulted
semi-dome carried on a tier of stalactite-
pendentives.

mosque   s   cruci-

form in plan with a spacious sahn about
a hundred feet square richly paved with
marble and has two domed fountains of
Turkish design for ablutions. The cupola
of the largest fountain is shaped like a
globe, coloured blue and surrounded by a
broad belt of letters in gold. It rests
upon an octagonal base which in turn is
supported on eight columns. Each side of
this octagon has a double round-headed
window with a roundel on top. On each
side of the sahn there is an impressive
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